10 


11. 
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SHIPPING LIST 
SHIPMENT NO, AFH-17 


25X1A 
From: 
Rochester 14, New York 
TO: Transportation Officer 
March Air Force Base 
California 


Attention: AFB 4664 
Marked for: Warehouse ALPHA 


Deseription of Contents Cube 
of 73 Head and lst Tank Sec- 153 
tion, #6 94" Processor 
of 73 end Tank Section, #6 112,3 
94" Processor — . 
of 73 -Drying Cabinet, #6 93" . 155.2 
Processor . 
of 73 Blower, #6 94" Processor 31.3 
of 73 Take~off Table, #6 9%" 63,0 
Processor 
of 73 Head and let Tank Sec- 153 
tion, #7 94" Processor 
of 73 2nd Tank Section, #7 112.3 
9" Processor — . 
of 73 Drying Cabinet, #7 94' 155.2 
Processor . 
of 73 Blower, #7 93" Processor 31.3 
of 73 Take-off Table, #7 94" 63.0 
Processor | 
of 73 Take-off Table, #P-2 63.0 
A=9 Machine 
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1529 
1146 
1435 


631 
u76 


1529 


1146 


1435 


631 
476 


476 


Equipment 
Code No. 


017-66-1-6A 


012-66-1-6B 
012466-1-6¢ 
012-66-1-6D 
012~6641-6E 
012=77=174 

012-66-1-7B 


012~66<1-7¢ 


012-66-1-7D 
012-66-1-7E 


AQMP =-P2-E 
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woe 


: Equipment 

Case No. _ Deseription of Contents Cube sWeight Code No, 

12 of 73. Drying Cabinet, #7 Ae9 155.2 1435 A9MS-7B 
Machine, Secondary . 

13 of 73 Drying Cabinet, #8 A-9 155.2 1435 AQMS-8B 
Machine, Secondary 

14 of 73 Drying Cabinet, #9 An9 155.2 1435 AQMS+9B 
Machine, Secondary 

15 of 73 Drying Cabinet, #D-2 an9 155.2 1435 AQMD-D2=B 
Machine, Duplicator 

16 of 73 Drying Cabinet, #P<2 A-9 155.2 1435 AQMP-P2-B 
Machine, Primary . 

17 of 73 Modification Parts, #7 21,2 315  AQMS=7D 
Ae Machine, Secondary 

18 of 73 Modification Parts, #8 21.2 315  AgMs-SD 
Ae9 Machine, Secondary 

19 fof 73 Modification Parts, #9 21.2 315 AQMS=9D 
A~9 Machine, Secondary . 

20 of 73 Medification Parts, #D-~2 21.2 315 AJMD-D2=D 
4-9 Machine, Duplicator . 

21 of 73 Modification Parts #P-2 21.2 315  aQMP-P2=D 
Aw9 Machine, Primary - 

22 of 73 70mm Processor, #9 124.4 2196 011@196-42A9 

23 of 73 70mm Processor, #10 12k.4 2196 011«196-42410 

2k of 73 70mm Printer 15,2 231 = XD4O5 

25 of 73 Mixing Unit, 25 gal 29.7 277 675032 

26 of 73 Mixing Unit, 26 gal 29.7 277  67503E 

27 of 73 Mixing Unit, 25 gal 29.7 2TT 675035 

28 of 73 Mixing Unit, 26 gal 29.7 277 67503E 

29 of 73 25 gal Tanks, Reserve 29.7 180 67503ER 
and Fittings 

30 of 73 25 gal Tanks, Reserve 29.7 180 67503ER 
and Fittings 
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31 of 3 


32 of 73 
33 of 73 
34 of 73 
35 of 75 
36 of 73 
37 of 73 
38 of 73 
39 of 75 
LO of 73 
41 of 73 
ho of 73 
43 of 73 
HE of 73 
45 of 73 
46 of 73 
47 of 73 
48 of 73 
49 of 73 
50 of 73 
51 of 73 
52 of 73 
53 of 73 
54 of 73 


and Fittings 
Mixing Unit, 
Mixing Unit, 
Mixing Unit, 


Mixing Unit, 


Mixing Unit, 
Mixing Unit, 
Mixing Unit, 
Mixing Unit, 
Mixing Unit, 
Mixing Unit, 
Mixing Unit, 
Spool ‘truck 
Spool Truck 
Spool Truck 
Spool Truck 


eseri tion of Contents _ 


25 gal Tanks, Reserve 


500 1 


§00 1 
500 1 
500 1 
500 1 
500 1 
500 1 
500 1 
500 1 
500 1 
500 1 


Resequencing Table 


Pre-Inspection Table 


I.R.V,. Table 


Cleaning Table 
Single Roll Table 
Single R611 Table 


Single Roll Table 
Single Roll Table 


«se 


_ Cube 


83. 
83, 
83. 
83, 
83. 
12.3 
12.3 
12.3 
12.3 
T3sT 
58.4 
87.1 
67.0 


5549 


55.9 
55.9 


434 
576 
576 
576 
576 
576 
576 
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Equipment 
Code_ No. 


67503ER 


673662 
67366E 
67366E 
67366E 
673665 
673668 
673665 
67366E 
67366E 
673668 
67306E 
012-6415 
012-66-13 
012-6613 
012-66-13 
012-6625 
012-6626 
0124-66-27 
012-66=28 
OL2n66=29 
012-66- “29 
012=66~29 
012-6629 


I certify that I have received and/or accepted the articles shown 
heneinol Serr BERAeaseVOVbslvr : Bint 


1 Cctober 1957 


56 of 73 
57 of 73 


58 of 73 


59 of 73 


60 of 73 
61 of 73 
62 of 73 
63 of 73 
64 of 73 
65 of 73 
66 of 73 


67 of 73 


68 of 73 


69 of 73 
70 of 73 
71 of 73 
72 of 73 
Ta of 73 


Case NOs 


_.__Description of Contents 
55 of 73 


25X1A wlan 


Single Roll Table. 
Single Roll Table 


Flowrater Panel Board 
#7 Feimary 


FPlowrator Panel Board 
#8 Primary 


Flowrater Panel Board 


#P-2 Primary and Fittings 


to make #" outlets on 
all #4 Flowraters 


Flowvater Panel Board 
#7 Secondary 


Flowrater Panel Board 
#8 Secondary 


Flowrater Panel Board 
#9 Secondary 


Flowrater Panel Board 
#D=2 Secondary 


Plowrater Panel Board 


ane 


Flowrater Panel Board 
7 Omm 


Take-off Spools B (103") 
(#0 ea) . 


Take-off Spools ¢c (6 3/4") 
(30 ea) 


O11 for Dryer Gear Boxes 

Blower, #7 And Machine 

Blower, #3 An9 Machine 

Blower, #9 Ang Machine 

Blower, #2 AH9 Machine 

Blower, #p-2 AH9 Machine 
TOTABS 


___ Cube 


Fano gePaRbagso : 


55.9 
55.9 
11.6 


11,6 


11.6 


11,6 


1.0 
31,3 
31.3 
31,3 
g1.3 

K71H, 4 


Weight 
576 
576 
195 


195 


195 


185 


185 


185 


185 


O32, 


lus 603 
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Equipment 


Code No. 
012-6629 
012-66-29 
93372=P 


93372=P 


93372=P2 


933728 
933728 
9337248 
93372-D-2 
9337270 
93372+70 
TOSB 
TOSC 
SAE~20 
AQMS=70 
ASMS -8¢ 
AQMS=9C 
AQMP =P2-C 
AQMD=D2=C 


